(Bid No. 13-19 


Sewer & Drain Improvements/Ottoson Middle School Area 

General Bids 




Bidders 

Bid Price 







New England Pipe Cleaning Co. 

$199,873.00 

Insituform Technologies 

$216,286.75 

Green Mountain Pipeline Services, Inc. 

$266,266.00 

Arold Construction Co., Inc. 

$366,989.00 
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